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CONPIDENTIAL PQRIS I956I 

USOECD 

EXCON 

E.O. 1 1652: XGDSI 

TAGS: ESTC, COCOM, GW, PL 

SUBJ: GERMAN OSCILLOSCOPE TO POLAND - IL 1584 
REF: A) COCOM DOC (77) 414, B) STATE 148234 

1 . FRENCH DEL HAS REQUESTED US PROVIDE MORE DETAILED 
JUSTIPICATION POR ITS OBJECTION TO THIS GERMAN REQUEST 
AND INDICATE WHY IT BELIEVES THAT TYPE 5246 OSCILLOSCOPE 
CONTAINS TRAVELLING WAVE TUBE. 

2. ACTION REQUESTED: INSTRUCTIONS POR RESPONSE TO 
PRENCH QUESTION. 
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CONPIDENTIAL 
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